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OCCUPATIONAL SKILLS REQUIRED BY USSR 
AS INDICATED BY NEWSPAPER ADVERTISEMENTS 



4 


1-30 June 1952 


This report presents information on occupational skills required by the USSR 
during the period 1 - 3 0 June 1952, taken from advertisements in l6 Sovief neSs- 
papers received by FDD in June 1952. Of the three sinllar renorta that ™ 

parison h purpoaes? he ** 1 " 3 ° ^ 1951 1 -ed f^m- 

The a « 25X1 A 

These advertisements do not imply that other occupational skills are not re- 
ifb!in!V he They do ’ however ’ indicate one source of manpower supply which 

“f ?***?+? pr ° vide certain occupational needs.. There are undoubtedly other 
means of recrui.ing manpower. Insofar as these are successful, it can be assumed 
^h«t J eCOUrse 00 newspaper advertising would be unnecessary. The advertisement^ 
d ° ^ PP !^ r ™* y the refore in some measure reflect either breakdowns in planning 
or reveal situations of an emergency nature for which provisions had not been mod£. 

v . a few organizations of the very many that advertised in -Tune 1951 ad- 
vertised for workers in June 1952. Thus, Zagotstroydetal > Artel in June 1951 ad- 
vertised m Vechernyaya Moskva for various construction workers on as many as four 

ii Tre Z n \Z C&Si0nB - , NOt a Slri3le employmerit advertisement, however, was^nserted 
tl J ! organization in 1952. By the same token, added significance my 

of newspaper advert^r" 12 ^ 0 " 5 VhlCh C ° ntlnUe t0 r * CrUlt P ' ?rSOnnel by mean3 

Rlnnr Th L adVe ^ tl ^ m f n 1 ts in this report ore grouped under nine main regional divi- 
bions, lour of which have additional subgroups. In most of the republics, the 
f^TtheT^ advertised in 1952 as did in 1951. This is not true, however, 

for the Baltic area and the North and "out-of-town" -roup ( those recruited in the 
various cities for work "out of town") , ' the 

and engineering personnel, as well as skilled and construction 
workers, continue to be in demand, a tr-nd observed in the June 1951 report,. 
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\ 

S-E-C-R-E-T I 


Newspapers used in compiling this report and the abbreviations used are as 
f ollcws : 

Trud (T), Moscow 
Vechernyaya Moskva (VM), Moscow 
Moskovakaya Pravda (MP), Moscow 
Sovetskaya Estonlya (SE), Tallin. 

Sovetskaya Latviya (SL), Riga 
Sovetskaya Lltva (SLi), Vil'nyus 
Sovetskaya Belorussiya (SB) , Minsk 
Leninskoye Znamya (12 ) , Petrozavodsk 
Kazakhstanskaya Pravda (KP), Alma-Ata 
Kommunlst Tadahlkistana (KT) , Stalinabad 
2arya Vostoka (ZV). Tbilisi 
Sovetskaya Moldavlya (SM) Ki shinev 
Konauniat (K), Yerevan 
Sovetskaya Kirgiziya (SK), Frunze 
Pravda Vostoka (FV), Tashkent 
Turkmenskaya Iskra (TI), Ashkhabad 

This report differs from previous ones on the same subject in that it provides 
the address of each organization when given by the paper. The advertisements them- 
selves vary a great deal in content. One organization may remain unnamed, offering 
only a listing of its personnel requirements and a telephone number to call. At 
the other extreme is the organization which identifies itself as to name and ad- 
dress and which, in addition to enumerating the personnel required, offers induce- 
ments, sounds a note of urgency, and specifies vhat wages it is prepared to pay, 
the duration of the work, whether it is piecework, and whether it is permanent or 
temporary . 


RSFSR 


Moscow 


Two advertisements recruiting personnel for work in the Moscow area appeared 
in Moskovskaya Pravda ; oil other advertisements were carried by Vec h ernyaya Moskva . 
The four advertisements which represent other RSFSR oblasts were found in Trud . 

1. Planning and Construction Enterprises 

The following personnel are needed in Moscow by planning and construction 
enterprises and institutes . 

GiproleBprom (State Planning Institute Draftsmen, tracers, typists, 

for the Timber Industry) Komsomol * skaya Permanent, work on piece- 

ploshchnd' l/a, work basis,, (VM, ?3, ^6 Jun) 


S-E-C-R-E-T 
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25X1A 


Planning Rureau, -;1 LeravVa, d ; 


Mosproyeki (?-foscow Planning 
Institute) nl Cor'kogo, 3. 


Giproryba (State Fish Planning 
Institute of the Ministry of Kith 
Industry USSR,’, Verkhnyayn 
fCrasr.ose 1 ’ ftkaya , It 


Proyektor- Artel of the Moscow 
Metal Products Union, Kii- 
mentovekiy pereulok, IP 


Glprovodkhot (State Planning 
Institute for Water Resource* , 
Ministry of Agriculture USSR , 
telephone- K - -91-95 


General Flanning Inst :t -te . 
Kuznetskiy Most , 3 


Engineers and • ethnic Ians, technolo- 
gic! ft fo; •. cr. e true t Ion materials; 
‘■.onetrjet ion designers; thermotech- 
r, in inns , mechanics ; electricians; 
sanitary engineering workers; geolo- 
gist.-. prospectors. Permanent work 
ir. Moscow. ( V r M , ■}(■>, 30 .Tun) 

Head of t ce planning office; engi- 
neer;- , economists, planning engi- 
neers, instruction designers for 
water lines, sewerage, heating ven- 
tilation, and holier installations; 
electricians, technologists for ga- 
raye planning, estimators; technolo- 
g'.did, superintendent of the machine 
department, sanitation technicians; 
architectural technicians, draftsmen; 
trti.ers, machinists, carpenters; 
•'narvoaen. I.VW, w Jun) 

f otrt r l- 1 ion engineers (designers ) , 
nydret ethnical engineers (.c-ea and 
liver), large-scale surveyors; en- 
gineer -geo iogi? ts , to head groups; 

nief; of industrial prospecting 
parties (-‘M, 30 Jun) 

Thief of the experimental shop; sen- 
tor foremen and inspection foremen; 
foreman of the paint shop, construc- 
v tor. .super ir.ter.denc ; charwoman. 

. M , 19‘jtjr.) 

At - tut” for general planning; sani- 
tary engineer, road engineer; engl- 
neeis and technicians for construc- 
tion and designing; electrical en- 
gineers, geodesiets, geologists and 
hydrogeologist s; engineers, techni- 
cians, ar.d eat last ore; bookkeepers, 
■.vH, 1? Jun) 

Ar :r.ne " » , engineers, economists for 
-: tty planning; engineers and tecncl- 
c la:, s for planning city transport- ; 
railroad workers, railroad engineers; 
ft! at ton attendants, chermoteohnicians 
for out vide heating pipelines. 
cm, il .Tun) 


Central Installation Admin- 
istration, telephone 1 Z'c a-;3-cS 


Unidentified organization, uL 
Razina, 7, Id floor, room jfc 


■" or, f. i ru : 1 1 c-i: e ng ; r.c-er familiar with 
the ;nsi a.i ial Ion of metal structures , 
for the pC'S It tor. of sector chief; 
experienced cashier. V 7 M, .id, 30 Jun) 

For w-.--.-h m Moscow and out of town ■ 
co:..ft : r : t icr. ec.gi ;.c er= , architect*; 
-ar.-.tary t me. \ a ns , road builders; 

d<- signer** iiydrci >?-. 'nr’.i-'. lans , build - 
teen..-. iar.; . ccoxkeepers for 
aid, • ;::g work -I'M, 6 Jun) 


..I-..; -F-£ 1 
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S-E-C-R-E-T 


Glavkhlopkostroy ^/Sain Administration 
for the Construction of Cotton Industry 
Enterprise^ Sadovaya-Samotechnaya, 1 


Construction Scientific Research 
Laboratory, ul, L. Toistogo, 16 


Office of Special Construction Materials, 

Main Administration of Railroad Construction 
of the West, Ministry of Railways, Tri- 
fonobskaya ul., dom 21, Rizhskiy Railroad 
Station 


Construction Administration of the 
Gidromeldianizatsiya Trust, Semenovskiy 
val, 10-a 


2. Heavy Industry 

Plant imeni Budennyy, Ministry of 
Automobile and Tractor Industry, 
Borovaya ul. 7 


Kuntsevskiy Chrome Leather Plant, 
Kuntsevo, Skolkovskoye shosse 


25X1 A 


Head bookkeepers and chief engineers 
for contract construction and instal- 
lation administrations ; senior 
bookkeepers and senior engineers 
for construction sectors in Moscow, 
and in districts and rayons of the 
North Caucasus and Crimea. 

(VM, 9, 20 Jun) 

Laboratory chief; engineers and 
construction technicians; dupli- 
cating-machine operators; mis- 
cellaneous workers . (VM, 4 Jun) 

Engineers and tecnnicians in in- 
dustrial and civil construction, 
for; superintendents, construc- 
tion foremen, and chief of the 
production division,. Permanent 
work. (VM, 24 Jun) 


ILLEGIB 


For work in Gor'kovskaya Oblast; 
chief of the planning division; 
assistant head bookkeeper; labor 
relations and wage specialist; 
for work in Moscow; hydrotech- 
nlcal engineers, (VM, 4, 6) 


Engineer-technologist; equipment 
design engineer; chief of the 
capital construction division; 
superintendents; thermotechnical 
engineer as chief of the boiler 
shop; heat engineer; tool engineer; 
safety engineer; engineers spe- 
cializing in norm -setting and 
questions relating to labor and 
wages; foreman of the technical 
inspection division; inspectors; 
head bookkeeper. (VM, 20 Jun) 

Construction engineer as head of 
the capital construction divi- 
sion. (VM, 3 Jun) 


Shchelkovo Sheet Rolling Mill, Shchelkovo 
(Moskovskaya Oblast) Yaroslavskiy Railroad, 
village of Zhegalovo 


For supervisory work; experienced 
construction and mechanical engi- 
neers.. Living quarters provided. 
(VM, 12, 20, 24 Jun) 


Ministry of Electrical Industry, telephone - 
E 1-80-49 

Moscow Pipe-Casting Plant, Letnikovskaya 
ul. 10 


Mulders; typists; miscellaneous 
workers; loaders. (VM, 27, 30 Jun) 

Metallurgical engineers; pyrometric 
engineers ; molders ; miscellaneous 
shop workers, (vpi, 12 Jun) 
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S-E-C-R-E-T 


Stamping and Machinery Plant No l of 
the Zhdanovskiy Rayon Industrial 
Trust, Sr. Kalitnikovskaya ul., 17/8 

"Gosteasvet." State Electrical Machi- 
nery Plant, Zoologicheskaya, 13 


Moscow Hydrogenation Plant, 
telephone: Zh 2-03-74 


Mosenergostroymekhanizaisiya 

(Construction and Mechanization 
Trust under the Moscow Regional 
Electric Power Administration) 

Moscow, l4l, Plekhanovsliaya ul . , 25-b 


Tsentropromelektropech 1 Trust (Central 
Trust for the Electric Furnace Industry) , 
ul. Krasina, 1/23 


3. Educational Institutions 

Moscow Institute of Steel iraenl I.V. 
Stalin of the Order of the Red Banner, 
Moscow, 49, B. Kaluzhskaya ul., 6 


25X1 A 


Grinders. i'VM, 3 .run) 


Chief engineer; chief of the technical 
design bureau; construction engineer; 
radio engineer; radio technicians; 
bookkeepers'; chief dispatcher; radio 
assemblers of the 4. 6th categories. 

(VM, 2o, 30 Jun) 

Technical and chemical engineers fa- 
miliar with processing of fats for 
laboratory and production work 
(VM, 26, 30 Tun) 

Excavator operators; bulldozer opera- 
tors; drivers; mechanics for repair- 
ing dredging machines, tractors, and 
motor vehicles; turners; geodesists; 
superintendents of mechanized earth- 
work; foremen; mechanical and con- 
struction engineers; technicians; 
mechanics, and constructors; senior 
bookkeepers; sec retary- typist . (VM, 4 Jun) 

Experienced technical supply chief, 
familiar with electrical materials; 
chief of the assembly shop, special- 
izing in electric -furnace building; 
engineer-technologist, for cold work- 
ing of metals; construction engineers 
and technicians; mechanics of the 4th 
through 7th categories. (VM, 26 Jun) 


Announces competition for positions in 
the following departments: mathematics - 
docent; physics - assistant professor 
and docent; analytical chemistry - 
docent, machine-building descriptive 
geometry and drafting - docent; general 
machine -building (theory of mechanisms 
ana machines, machine components, hoist 
and transport machinery) - professor or 
assistant professor and docent; electri- 
cal engineering - docent; theory of 
metallurgical processes - professor, de- 
partment head; courses in "metallur- 
gical furnaces" and control and measur- 
ing instruments - docent; courses in 
metal roiling - docent, courses in 
safety engineering - docent; courses in 
cold processing of metal - docent; 
economics and organization of ferrous 
metallurgy production - assistant pro- 
fessor. Coupe ti t ion will 1,.^;. ,• 
month (VM . 4 Jun) 
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Moscow Machinery Institute, Ministry 
of Higher Education USSR, ul. 

Kirova 21 


Institute of Mining, Academy of 
Sciences USSR, telephone: V l-7h-03 


Academy of Municipal Services imeni 
K. D. Pamfilov, Kuznetskiy Most, d 9 


Geophysics Institute, Academy of 
Sciences, B. Gruzinskaya ul. 30 


All-Union Correspondence Agricultural 
Tekhnikum, Zagorsk, Moscow Oblast 
Ptitsegrad 


Announces competition for positions in 
the following departments.’ graphics 
and descriptive geometry - professor 
or docent, as department head; foreign 
languages - docent, ns department head; 
calculating machines - professor, as 
head; Marxism-leninism - professors and 
docents; higher mathematics - one pro- 
fessor, four docents, one assistant; 
physics - one professor, four docents, 
one assistant; graphics and descrip- 
tive geometry - one docent; foreign 
languages - two docents; theoretical 
mechanics - one professor, one docent; 
theory of mechanisms and machines - 
one docent; thermotechnical department - 
one docent; electrical engineering - 
one professor, one docent; organization 
of production - one docent; psecision 
mechanics - two docents.; calculating 
machines - one professor, one docent; 
theoretical physics - two docents; ex- 
periment.! I pnvcles - ora professor, two 
docents; elec '..rer.ics ■ two docents; auto- 
matics and tel ''wchfih.es - c;ne docent; 
me tail ography - e a e iocent. Competition 
end r ' jr , Jur. 955 C VM . h Juo) 

For work with explosives:: Junior sci- 
entific associates (mining engineers, 
engineer ■physicists) and a senior labora- 
tory assistant. (VM , h Jun) 

Competition for replacements t.o fill 
vacancies as scientific research di- 
rectors in the following sectors; 
housing development, city landscaping, 
and sanitation engineering. Also, for 
permanent work; senior scientific as- 
sociates in the fields of electrical 
equipment, city transport, automatics, 
and heart of the academy's postgraduate 
division (VM , h Jun) 

Junior scientific assistant (acoustics); 
engineer (specialist in radio receivers); 
research worker (radio technology). 

(VM, 3 cur,) 

As directors of various divisions, 
those having experience in teaching; 
soil -improvement engineers; hydraulic 
engineers; agricultural and forest en- 
gineers; veterinarian; mechanical en- 
gineer, bookkeepor'-econoiaist. Permanent 
work. (MP, 3 Tun) 
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Moscow Institute of National Economy 
imeni G. V, Plekhanov, Stremyannyy 
pereulok, 28 


Announces, competition for vacancies in 
the following deportment;, : national 
economic planning - department head 
(either a professor or docent) and two 
docents, a senior instructor, an as- 
sistant, and u teacher; economics, or- 
ganization unci planning of material , 
and technical supplies - department head 
l. professor or docent, - ) and two docents 
for courses i.n norm-setting of material 
outlays and organization and planning 
of material and technical supplies and 
sales; principles of Soviet lav - pro- 
for.soi or docent, and assistant; book- 
keeping - four docents, two assistants, 
and two teachers; mechanical calcula- 
ting and computation - docent and two 
assistants; science of industrial com- 
med* to c o •* professor for courses in 
the chemistry of products, two docents 
foi commodity machines and equipment; 
equipping and planning public eating 
en+e-prise - professor for a course 




■i u; 


course in re frige rat ion, teacher for a 
course in equipping public outing enter- 
prises; pays ion 1 arid colloidal chemistry - 
assistant.; food tier •; handling - two as- 
sistant;; and a ^cuener; general chemistry 
docent an-' icucner; organic chemistry - 
docent, power engineering - docent for a 
course in beat, engineering; organizational 

,1 Vi''- U ? n ! Soviet trade - two docents; 

machine re-hnexesy - docent, for a course 


in "mar r. j an parts"; divisions of econom- 
ics - ft profenccr for head of the depart- 
ment, two docents for courses it; indus- 
trial and transport economics, and an 
ansi' tr.nr for n course in "finance and 
credit'' . foreign languages - a docent 


to he--. -I "he .iM.virt. ment; statistics - 
a .loc-'m . fee pet l ticn open to £5 June 

*,VM. 1 Tur.) 


ILLEGIB 


Local Industry and Miscellaneous 

Printing Office , 

Fridrikha Engel >sa, d. 4-6 

Moscow Office of the Main Administra- 
tion of Supply, Ministry of Auto- 
mobile and Tractor Industry USSR, 
Neglitmaya ul. 23, and, Elektro^naya 
ul. 21 

Field Equipment Plant, Ministry 
of Geology USSR, ul. Zemlyachki, 23 


Enterprise-:. 

Planning economist. (VM, 30 Jun) 

Senior bookkeeper; manager of the tool 
warehouse; senior warehousemen; drivers 
and loaders For work at the auto base 
on the road, and nr. the supply ware- 
house bn:.--. (VM, 30) 

Sewing machine operators and appren- 
tices; jcinc-rs; harness makers and 

1 + • x ui Crj i "am i j c* a i L> noi. iv „ 

(VM, 3, 10, 20 -Jun) 
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Wool -Spinning Mill imeni 
M. I. Kalinin, Varshavskoye 
Shosse 13 


Moscow Vegetable Market, 
ul. Kirova, 8, 3d floor, 
room 35 

Moskovskaya Pravda Printing 
Office, Potapovskly pereulok, 
3 (Chistyye prudy 8) 

"Press" Artel, Yur'yevskiy 
pereulok k (Lefortovo) 


Moscow Order of Lenin Meat Combine, 
Mikhaylovskiy prospekt 3 

"Moskovskiy posyl'nyy" (Moscow 
Messenger), Artel, M. Tolmachevskiy 
pereulok 6 

Publishing house (unidentified) 
telephone: I- 1-65-20 

Moscow Soap Factory, No 3, 

B . Semenovskaya ul . , Mazhorov 
pereulok, lk 


Trust (unidentified) , 
telephone: V 1-10-09 


Third Suburban Tuberculosis 
Hospital "Zakhar ’ino", 

Kurklno village, Khimkln- 
skiy Rayon, Moskovskaya Oblast 

Other RSFSR Oblasts 

The following personnel are 
companying advertisements . 

Kursk Construction Tekhnikum, 
Kurskaya Oblast, Sovetskaya, lk 


Loaders in wool warehouses and auxiliary 
shop workers; men for work in a logging 
center in Arkhangel'skaya Oblast; shift 
foremen and plant guards, (VM, k Jun) 

Bookkeeper-auditors, inventory book- 
keeper?, senior accountant, duplicat- 
ing-machine operator. (VM, k Jun) 

Printers for horizontal machines; ad- 
justers , auxiliary workers. (VM, 9 Jun) 


Foreman of the galvanizing shop; fore- 
man of upholstery production; foreman 
of the carpentry shop; furniture up- 
holsterers; carpenters of the 5th and 
6th categories; toolmakers of the 5th, 
6th, nnd 7th categories; galvanizers 
of the 5th and 6th categories ; assembly 
mechanics of the kth and 5th categories. 
(VM, 10, 2k Jun) 

Specialists i . n finishing objects out of 
horn and bone i.VM, 19 Jun) 

Order takers; bookkeepers; typists; 
bookbinders; packers. (VM, 19) 


Secretary- stenographer; typists; ex- 
perienced proofreaders. (VM, 19, 2k Jun) 

Assistant head bookkeeper; drivers; re- 
frigeration workers; loaders; shop 
workers; charwomen and women cloak- 
room attendants. (VM, 27 Jun) 

Head bookkeeper; chief of planning di- 
vision; chief engineer for the machine- 
renting base; senior engineer; mechan- 
ical engineers. Living quarters avail- 
able (VM, 2k Junl 

Mechanic; cook; carpenter; nurses; stove- 
maker; driver. (MP, 2k Jun) 


For teaching positions: construction 
engineer; sanitation engineer; archi- 
tect. living quarters provided. 

t'rn » ' 

‘ Jun.i 


needed by organizations specified in the ac- 


- 8 - 


S-E-C-R-E-T 


Approved For Release 2002/08/06 


CIA-RDP80-00809A00070021 0256-0 


ILLEGIB 




Approved For Release 2002/08/06 : CIA-RDP80-00809A00070021 0256-0 


25X1 A 


S-E-C-R-E-T 


Zoological and Veterinary Tekhnikum, 
Kashin, Kalininskaya Ohlast, ul„ 
Prosveshcheniya 


Lipetsk Mining and Metallurgical 
Tekhnikum of the Ministry of Ferrous 
Metallurgy USSR, Lipetsk, Voronezhskaya 
Oblast, ul„ Stalina, 1 

"Komeomolets " Machine-Building Plant, 
Tambov, TambovBkuya Oblast, 

Lennon tovskaya, 1; 


Instructors in physics, chemistry, Ger- 
man language, Russian language and 
literature, and veterinary subjects. 
(T, 27 Jun) 

For teaching positions: construction 
engineer, foundry engineer; mining 
engineers; mathematics instructor. 

(T, 3 Jun'i 

Electrical engineer; mechanical en- 
gineer, construction engineer (T, 

27 dun) 


UKRAINIAN SSR 

Pravda Ukrainy , the only Ukrainian newspaper available n FDD during June, 
though regularly received, did not carry a single advertisement. The only ad- 
vertisement for employment in the Ukrainian SSR appeared in Trud The Nikopol’ 
Metallurgical Tekhnikum of the Ministry of Ferrous Metallurgy USSR advertised for 
engineering instructors to teach drafting, strength of materials, ana courses in 
the field of construction. A statement -was made that the work would be permanent 
and that living charters would be provided. The address was Nikopol , Dneprope- 
trovskaya Oblast, ul, Antipova, 5 


BALTIC AREA 

There was a noticeable decrease in the advertisements which appeared in the 
three Baltic newspapers in June 1952. The 1951 report shows that 115 organizations 
advertised a total of 169 times while in 1952 8 3 organization? advertised 11 3 times. 
This reflects a decrease of 28 percent in the number of organizations seeking per- 
sonnel, and a drop of 33 percent in the total number of advertisements published 

Advertisements seeking workers for several aspects oi railroad transportation 
in the Estonian SSR were on the Increase in 1952, with six different organizations 
in search of personnel, as against only one in 1951- Paralleling the 1951 report, 
most of the advertisements for the Baltic area in 1952 c.nll for skilled construc- 
tion and technical personnel. Organizations representing the local, light, and 
communal industries are predominant. Requests for office personnel are also rather 
abundant . 

Estonian SSR 


The following personnel are needed in the Estonian SSR by various organizations 
1. Construction and Installation Organizations 


Construction and Installation Office, 
Tallin, ul. Lomonosova, 49 


Railroad Construction Office Estonian 
Railroad System, Tallin, ul. Lay, 43 


Bricklayers , plasterers, mechanics; 
plumbers; tunnel cutters; reinforced- 
concreto vo; Iters; loaders mrl miscel- 
laneous workers t'SE, 11, 12, 26, 28 Jun) 

Construction foremen, bricklayers; track 
workers; ml see i laneous workers; me- 
chanics for the installation of metal 
structures Payment is progressive 
piece rate Single persons will be 
provided witn worlds rs 1 dormitories. 

(SB, 11 Jur.) 


ILLEGIB 
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Ministry of Construction Materials 
Industry Estonian SSR,, Tallin, 
Pyarnu raantee, 10 


Architectural Administration, Tallin, 
ul. Kokhtu, 12 


First Section of Buildings and 
Structures, Estonian Railroad 
System, Tallin, Rannamyae tee 3-a 


2 Heavy Industry 

Tallin Machine-Building Plant, 
Tallin, ul. Kalinina 68 


Eestikabel' Plant, Tallin, 
ul. Aedvil’ya 3 


3. Local Industry and Miscellaneous 

Tallin Secondary Railroad Schools 
No 2 and No 3> Division of Educa- 
tional Institutions of the Admin- 
istration of the Estonian Railroad 
System, ul. Pikk, 28 

Office of Railroad Buff etc, Estonian 
Railroad System, Tallin, ul. 

Rataskaevu 52 


Military Trade Organization, Tallin, 
Narva mantee 52 


Vyru Timber Management 
(no other address) 


Ministry of Local and Shale-Chemical 
Industry, Tallin, ul. Lomonosova, 
49, 3d floor, room 66 

n Kar 'yakyula" State Fur Farm, Keyla 


Ceramists, mechanics, and construction 
workers; mining engineers and techni- 
cians.; silicate workers; head book- 
keepers (SE, 11 Jun) 

Architects and construction engineers 
for work In Tallin, Narva, Kokhtla- 
Yarve, and Yykhvi {SE, 18 Jun) 

Carpenters; stove makers, plasterers; 
bricklayers; miscellaneous workers; 
charwomen for work .in Tallin and at 
stations of the railroad line. Apply 
in Tallin and at construction centers 
of the Tapa, Rakvere , and Narva sec- 
tions (SE, ’8 Jun) 


Typi;.'- Imowing the Russian language; 
carpenters; mechanics; steam-pipe 
workers; loaders; miscellaneous 
workers (SE, 21 Jim) 

Senior commodity expert; bookkeeper; 
accountant; expediter, knowing the 
Russian language; construction workers 
i n all trades ; miscellaneous workers 
(men and women); Russian-language typ- 
ist; norm-3etter; auto mechanics and 
drivers . (SE, II Jun) 

Enterprises 

Instructors in Russian language and 
literature; instructors in mathe- 
matics, physics, and drafting. 

(SE, 20 Jun) 


Commodity expert; typist; warehouse 
managers; production directors; book- 
keepers For work in Tallin and on 
the railroad line. (SE, 11 Jun) 

Bookkeeper, able to compile balance 
sheets; store managers; salesmen; 
drivers; transport workers; serret&iy- 
typist (SE, 1.1 Jun) 

Qualified auto mechanics; veterinarian, 
for work in logging centers; foremen 
for timber procurement; technicians 
Living quarters provided. (SE, 12 Jun) 

Drivers for light trucks; fumacemen 
for central heating with fuel oil 
(SE, 16 Jun) 

Truck drivers and warehousemen 
Urgently needed. (SE, 18 Junl 
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Tallin Motor Bus Terminal, 

Tallin, ul. Syyamyae 2 

Estonian Republic Administration 
of Petroleum Sales, Tallin, 
ul. Nafta, 1 

Ministry of Food Industry 
Estonian SSR, Tallin, ul. 
Raamatukogu 6 

Tallin Railway Station 
Tallin, 3d floor, room Ik 

Tallin Measuring Instruments Plant, 
Tallin, ul . Laadaplats , 9 


Maardu Chemical Combine of the 
Ministry of Chemical Industry USSR, 
telephone : 300-12 


Lasnamyae Paeraurrud Plant, 
Tallin, ul. Lasnamyae, 18 


Tallin Liqueur and Vodka Distil- 
lery, Tallin, Tartu mantee, 81* 


Tallin Plywood Furniture Factory, 
Tallin, Pyarnu mantee, 69 

Kommunar Leather and Footwear 
Combine, Tallin, ul. Maakri, 
19/21 


II' marine Plant, Tallin, 
Pykh'ya nuyestee, 21 


Tallin Fish Combine, 
Tallin, ul, Sal 'me, 35 


Drivers of the first and second classes; 
auto mechanics and tinsmiths. (S£, 12 Jun) 

Chief engineer; chemical engineer; con- 
struction foremen; bookkeeper-auditor. 
Urgently needed. (SE, 18, 19 Jun) 

Head and senior bookkeepers. (SE, 19 Jun) 


Couplers; switchmen; porters. (SE, 

19 Jun) 

Technical inspectors, planner; lathe 
operators, fitters; apprentices in 
the foregoing jobs ; polishers; gal- 
vanizers and nickel platers; milling 
machine operators; boiler makers; head 
bookkeeper ; miscellaneous workers . 

(SE, 21 Jun) 

Electrical engineers; construction en- 
gineers; electrical technicians; me- 
chanical engineers; hydroturbine spe- 
cialists; electricians; economists; 
norm-setters; kindergarten teacher; 
mine workers, truck drivers; techni- 
cal training instructor. Urgently 
needed. (SE, 21 Jun) 

Stone cutters; qusrrymen; fitters; 
carpenters: drivers. Pay on pro- 
gressive piece work basis. (SE, 19, 

21 Jun) 

Economist with a good knowledge of 
Russian and Estonian; transport 
workers and bookkeepers. (SE, 26 Jun) 

Carpenters and lathe operators. 
fSE, 26 Jun) 

Janitors, men and women for work in 
shops of the shoe factory; shoemakers; 
Russian-language typist . Urgently 
needed. (SE, 26 Jun) 

Senior bookkeeper; bookkeepers; secre- 
tary-typist for the Russian language; 
warehousemen; lathe operators; mechan- 
ics; milling machine operators. (SE , 
29, 26 Jun) ' 

Cannery workers (SE, 8 Jun) 


ILLEGIB 
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Unidentified Organization, 
Tallin, ul. Khermani, 2 


Glawtorchermet (Main Administration 
for the Procurement and Sale of 
Ferrous Metal Scrap), Tallin, ul. 
Fikk 9/3 

Republic Dosaaf Committee 
Tallin, ul. Pikk, 68 


ORS NOD-1 of the Estonian Railroad 
System, Tallin, ul. Lay 


Administration of the Hydrometeoro- 
logical Service Estonian SSR, Tallin, 
ul. Rakhvakokhtu 4 

Tallin Seaport, ul. Tuukri, 11 


Unidentified Organization, Tallin, 
ul. Lomonosova, 15 


Unidentified Organization, 
Tallin, ul. Mere, 3 


Superintendents and construction fore- 
men; chief of the technical produc- 
tion division; experienced supply 
worker for construction materials, 
automobile mechanic ; secretary-typist . 
(SE, 8 Jun) 

Chief engineer; bookkeeper; loaders; 
workers; drivers, (SE, 26 Jun) 


Instructor; bookkeeping auditor; sec- 
retary-typist knowing Russian. Per- 
manent work. (SE, 26 Jun) 

Bookkeeper; baker; cooks; pantry man; 
kitchen workers and dishwashers. 

(SE, 11 Jun) 


Loaders; drivers; crane operators; con- 
struction workers; mechanics; elec- 
tricians; electric welders; locomo- 
tive engineers; miscellaneous workers; 
warehouse workers; firemen and guards 
for port protection. 'SE, 11, 12, 19, 

21 Jun) 

Norm-setters, foremen for machine shops; 
superintendents and engineers in the 
fields of electricity and sanitation; 
commodity expert; warehouse manager; 
excavators; certified welders; miscel- 
laneous workers; loaders; sanitation 
mechanics; electricians of the 6th 
and Jth categories; gas pipe fitters; 
compressor operators; crane operators. 
Living quarters provided. (SE, 21 Jun) 

Mechanics; lathe operators; pattern 
makers; secretary- typist; office cleaners; 
foremen for cold metalworking shops; 
engineer; technical workers 
(SE, 11 Jun) 


Radio operators; motormen; driver. 
(SE, 25, 26 Jun) 


ILLEGIB 


Latvian SSR 


The following personnel are needed by various Latvian organizations. 


1 . Heavy Industry 

Foundry and Machinery Plant of 
the Ministry of Light Industry 
Latvian SSR, Riga, ul, Mnrupes 10 


Blacksmiths; plane operators; milling 
machine operators; turners; molders; 
electrician; tinsmiths; miscellaneous 
workers (SI, h, 18 Jun) 
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Riga Turbine and Machinery Plant, 
Riga, ul. Bikernieku, 18 


Pig-Iron Casting Plant of the 
Latvian Railroad, Riga, ul. 
Ganihu dambis, 22 


Lathe operators; mechanics; crane op- 
erators; apprentices in all trades; 
dormitory supervisor; building super- 
intendent; engineers or technicians; 
technologists; designers; foreman of 
the repair and construction sector; 
blacksmiths , Urgently needed , (S'L, 4 
15 Jun) 

Lathe operators, 6th and 7th categories; 
fitters and machine tool operators; 
diesel-motor operators; loaders; mis- 
cellaneous workers . Pay on piece work 
basis. (SL, 6 Jun} 


2. Local and Miscellaneous Organizations 


Flour Milling and Bread Baking 
Combine of the Stalinskiy 
Rayon, Riga, ul. Sverdlova, 31 


Kalntsiema Brick Combine 
Kalntsiems Village, Yel- 
gavskiy Rayon 


Riga Superphosphate Plant, 
ul. Spridisha, 1 


Latvian State Maritime Steamship 
Line, Riga, Padom'yu bul'var, 2 

State Motor Transport Office, 
Riga, ul. Bukultu 2 


Construction engineers; power engineer; v 
electricians; expeditor in flour de- 
livery; miscellaneous workers, men and 
women; loaders; yardman; messenger. 

(SL, 20, 25, 2o Jun) 

Electrical engineer for the position of 
head power engineer; chemical engi- 
neer to supervise the laboratory; 
construction engineer (for technical 
supervision of capital construction) ; 
drivers of the 1st, 2d, and 3d, Cate- 
gories; auto mechanics; mechanic- 
driver for work in loading trucks.. 

Piecework. Living quarters provided. 

(SL, 11, lU ,Jur.) 

Carpenters; bricklayers; concrete 
workers; roofers; plasterers; sani- 
tation mechanics for central heating, 
plumbing and sewerage; miscellaneous 
workers; assembly mechanics; loaders; 
construction foremen. Permanent work 
in capital construction Living quar- 
ters provided for single men; bus trans- 
portation to and from the plant. (SL, 

20, 25, ?6, 27, 29 Jun) 

Construction technician (SL, l 1 *, 18, 

19 Jun) 

Auto mechanics, 6th or 7th category; 
lathe operator, 7th or 8th category; 
vuLcanlzer; carpenter; blacksmith- 
welder. (SL, 13 Jun) 


"Spars" Lumber Mill, Riga, 
ul. Moskovskaya 188/192 


Male workers for the savmil 1 Pay is 
on progressive piecework basis. Also, 
painters for temporary work. (SL, 18, 
21 Jun) 


ILLEGIB 
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Riga Electrical Installation 
Products Plant, ul. B. Kandavas, 4l-a 

"Kalvis" Artel, Riga, 
ul. Kirova, 8l 


Riga Brewery No 4, Riga, 
ul. Daugavgrivas 57 


"Stroydetal ' " Combine, Riga, 
ul. Lugazhu 2 


"ElektronB" Plant, Riga, 
ul. Lachplesha 78 

"Para" Knitwear Mill, Riga, 
ul. Yumaras, 21 

Stallnskiy Rayon Industrial 
Combine, Riga, ul. Sverdlova 11 


Riga Radio Plant imeni A. S. 

Podov, Riga, ul. Radiotekhniki, 41 


Industrial Combine of the 
Kirovskiy Rayon, Riga 


"Rizhskiy Komnmnar" Furniture 
Factory, Riga, ul. A. Deglava, 50 


"Erglis" Shoe Factory, Riga, 
ul. Lachplesha, 125 


Grinders; polishers; pressers.. Urgently 
needed. (SL, 26, 29 Jun) 

Lathe operators, 4, 5, 6, and 7th cate- 
gories; stamp operators; stamp instal- 
lers; diemakers; mechanics, 4 and 5t.h 
categories; painters; miscellaneous 
workers for piecework; female accounting 
clerks.. Permanent work.. (SL, 15, 18 Jun) 

Head mechanic; delivery chief; drivers; 
delivery workers ; skilled stokers . 

(SL, 15 Jun) 

Chief of the furniture carpentry shop; 
cabinetmakers; woodworking machine 
operators; woodcutters; wood grinders 
and polishers; stokers; saw-frame 
makers; miscellaneous workers. Pay 
is on progressive piece work basis. 

(SL, 15 Jun) 

Nickel and chromium platers., (SL, 15 Jun) 


Wage accountants and seamstresses. 

(SL, 14 Jun) 

Transport workers; seamstresses and 
tailors for mass -production sewing. 
Piecework basis (SL, l4 Jur.) 

Milling machine operators and tool- 
makers, 7th and 8th categories; mechan- 
ics and toolmakers , 6th and 7th cate- 
gories; lathe operators, 5th and 6th 
categories; stamp operators; p-essers; 
carpenters, 6th category; carpenter 
bench workers; miscellaneous workers; 
galvanization workers. (SL, Ik Jun) 

Bookkeepers; tailors, office cleaners; 
Janitors; construction engineer; tech- 
nician; workers for the production 
of children's toys; specialist in 
making children's toys out oi' papier- 
mache; secretary-typist with knowledge 
of Iatvian and Russian. Urgently 
needed ISL, li Jun) 

Carpenters; machine-tool operators; 
bricklayers; plasterers; miscellaneous 
shop workers ; apprentices Permanent 
work (SL, 11 Jun) 

Cutters; mechanics; drivers; loaders. 
Permanent work. (SL, 5 Jun 52) 


ILLEGIB 
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"Assotsiatsiya" Artel, Riga, 
Ganlbu danibla, 30-a 


Latvian State University, 
Riga, ul. Veydenbaumn 5, 
2d floor 


Woodworking Combine No 2, 
Krasnoarmeyskiy Rayon, Riga, 
ul. Gulshnyu, 2 

'Tuglas Manuf aktura " Factory, 
Riga, ul. Markales, 10 

Riga Porcelain and Pottery 
Plant, ul. Moskovskaya, 255 


"Promutil 1 " Artel, Riga, 
ul. Kommunal 'naya, l6 

’Tekhnika" Artel, Riga, ul. 
Karla Marksa, 2 


"Taupiba" Sewing Artel, Riga, 
ul. Suvorova, 13, 3d floor 


"Rigas Tekstil’" Factory, 
ul. Balta, 3/9 


"Rigas gravieris" Engraving 
and Jewelry Artel, Riga, ul. 
Laypu 2/h 

Riga Tobacco Factory No 1, 
ul. Miera, 5fl 


Carpenters; laborers; stokers; fitters; 
norm-setters; shop accountants; book- 
keepers for the sawmill; messenger. 
Urgently needed. (SL, 6 Jun) 

Training expert for the auto division; 
auto mechanic; welding mechanic; plas- 
terers; miscellaneous workers; loaders. 
(SI, 5 Jun) 

Loaders; carriers; stokers; men and 
women shopworkers .. (SL, 29 Jun) 


Drivers; winders; reelers; dyers. 

(SL, 29 Jun) 

Engineers and technicians (silicate 
technologists); typists; porcelain 
painters; miscellaneous workers 
(men and wcmen) ; lathe operators, 

6-8 categories; bricklayers; office 
cleaners. Permanent work; living 
quarters not provided by the plant. 

(SL, 25 Jun) 

Specialists in felt boot production. 
(SL, 25 Jun) 

Construction workers; bricklayers : 
carpenters; joiners; plasterers; 
tinsmiths; miscellaneous workers; 
loaders. (SL, 25 Jun) 

Seamstresses and ironers for mass pro- 
duction sewing; tailors for indivi- 
dual sewing; outer-garment cutters, 
(SL, 25 Jun) 

ileal bookkeeper; chief of the labor 
and wage section; assistant foreman 
for the weaving department; director 
of the production office; bookkeepers; 
electricians; miscellaneous workers. 
Head bookkeeper and chief of the wages 
and labor section will be provided 
with Jiving quarters (3L, 20 Jun) 

Engineers; technicians; shop chiefs; 
supply chief; etchers; shop record- 
keeper. (SL, 13 Jun) 

Labor division head; charwomen (piece- 
work pay) ; transport workers ; plane 
operators of the 7th category for the 
machine shop; mechanic and adjuster 
for tainting and offset machines. 

(SL, 1A Jun) 


! 
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Riga Tobacco Factory No 2, 
Mel 'nichnaya ul., 33 


Riga Meat Canning Combine, 
ul. Atlasa, 7 

"VEF" Plant, Riga, 


"Kompressor" Plant, Riga, 
ul. Starta, 1 


First Riga City Clinical 
Hospital, ul. Krasnoarmeyskaya, 5 


'Taunts iems" Paper Mill, Riga, 
Yauntsiems, First line, 37 


Installation Administration of 
the "SoyuzprombuHimontazh" Trust, 
Riga, ul. Val'riyu, 8 


"Teploelektroproyekt" Planning 
Institute, ul. Valdemara, 20 


Riga "Gidrometpribor" (Hydro- 
meteorological Instruments) 
Plant, ul . Laehplesha, 87 


Mechanics of the 5th and 6th cate- 
gories to be trained as cigarette- 
machine operators ; skilled mechanics 
for repairing cigarette machines; 
cleaners. (SI, 4 -Tun) 

Mechanics and adjusters; tinsmiths 
for tin can production. Urgently 
needed, (SL, 25 dun) 

Lathe operator ; milling machine oper- 
ator; bricklayer; plasterer; carpen- 
ter; watchman; transport workers. 
Permanent employment, (SL, 17 Jun) 

Milling machine operators, 5-6 cate- 
gories; turners, 4-6 categories; 
assemblers, A. 6 categories; plane 
operators, 6-7 categories; repair- 
men, 6-7 categories (SL, A Jun) 

Nurses; women hospital aids; char- 
women; workers; stokers, janitors. 

(SL, A .fun) 

Chief power engineer , head of the 
division of capital construction. 

(SL, 11, 14, 18 Jun) 

For assignment, in Kalmingradskaya 
Oblast; mechanics. 5*7 categories; 
plumbers, 5-7 categories, specialists 
in brickwork; tinsmiths Bonus of 
50$ paid for time spent on the assign- 
ment; piecework system of pay. For 
work in Riga and within the organiza- 
tion: mechanical engineer to head 
the technical production division; 
mechanical engineer; norm-setting 
technician, chief of the planning 
division (SI.. A, i-3 Jun) 

Project engineers; technicians; norm- 
setters; designers ir, the fields of 
ihcrnonechanics , construction, hydro- 
technology, anu sanitation; also, 
architects , geologists, and topogra- 
phers, female student. - tracers ; char- 
women and messengers . Permanent work. 
(SL, 14 jun) 

Senior engineer rn r the technical 
division; design engineers and tech- 
nologists; shop record -keepers 
(SL, 4 Jun) 


Lithuanian SSR 


The following personnel are needed by various industrial organizations in 
the Lithuanian SSR. 


ILLEGIIB 
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Lithuanian Republic Trade Base 
of the Main Administration of 
Textile Sales, Vil'nyus, ul. 
Muzeynus, 3 

Lithuanian Inspectorate of State 
Food Reserves, Vil’nyus, ul. 
Totoryu, 2 

Electric Meter Plant, telephone: 
2-19-51 and 2-29-77 


Lithuanian Regional Electric 
Power Administration, Vil'nyus, 
ul. K. Pozhelos, 8 


Construction and Installation 
Office of the Communications 
Administration, Vil'nyus, ul. 
Gelezhinkelyu, 2 

Vil'nyus Painting Apparatus 
Plant, Novo-Vil'nya, ul. 
Polotskayn, 1 


Technical Estimates Bureau of 
the Ministry of Municipal 
Services Lithuanian SSR, 
ul. Kashtonu, 1 


Senior economist.; economist; senior 
bookkeeper; typist; workers and loaders. 
(SLi, 12, 14, 15 Jun) 


Carpenters; bricklayers; roofers; 
mechanics; plasterers. (SLi, 20, 

24 Jun) 

Engineer- technologists and designers 
for cold metalworking; chief of the 
division of technical planning; shop 
norm-setters; lathe operators and 
toolmakers; equipment repairmen, 5-7 
categories; skilled typist knowing 
Lithuanian and Russian. Urgently 
needed. (SLi, 24 .Jun) 

Head bookkeeper for work in oblast 
cities of the republic; senior chemi- 
cal engineer for work at the adminis- 
tration. (SLi, 24 Jun) 


ILLEGIB 


Engineers and technicians for planning 
and construction of city buildings; 
carpenters, plasterers, and various 
types of Workers. (SLi, 4, 11 Jun) 

Engineers for positions of: chief of 
the production planning division; 
chief of the machinery repair shop. 
(SLi, 6 , 10 Jun) 


Experienced architect, design engineers 
in the field of construction; typist 
knowing Russian and Lithuanian. 

(SLi, 20 Jun) 


Main Administration of Motor 
Transport, Vil'nyus, ul. 
Gedimino, 7 


Experienced economist for permanent 
work (SLi, 12 Jun) 


BELORUSSIAir SSR 


The following personnel are needed by various organizations in the Belo- 
russian SSR. 


Ministry of Education 
Belorussian SSR, Government 
Building, 4th floor 


Construction engineer for permanent 
work. (SB , 12, 18 Jun) 


Belorussian Office of the 
Gosbank, Minsk, ploshchad' 
Svobody, 7 


Construction engineer for position of 
chief of the capital construction 
division (SB, 21, 22 Jun) 
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Belmetallopromsoyuz 
(Belorussian Metal Industry 
Union) , Minsk, 2d Apanskiy 
pereulok, 37 -a 


Belpishchepromsoyuz (Belorussian 
Food Industry Union) , Minsk, 
ul. Obuvnaya, 51 


Minsk Construction Tekhnikum, 
Minsk, Moskovskiy pereulok, 5 


Plnsk Hydraulic Engineering 
and Soil Improvement 
Tekhnikum, Pinsk, ul. Kirova, 2k 


Veterinary-Zootechnlcal Tekhnikum, 
Klimovich!, Mogilevskaya Oblast 


Belorussian Motion-Picture 
Studio, Minsk, ul. Sovetsksya, 15 


Minsk Alcohol Trust, Minsk, 
ul. Ostrovskogo, 28 

Belorussian Main Administration 
of the Butter and Cheese Industry, 
Minsk, Studencheskaya, 2 


Construction and Installation 
Administration of the Belorussian 
Trust of the Ministry of Meat and 
Dairy Industry, Minsk, ul. 
I.eningradskaya , 4; and: Mogilev, 
ul. Pushkina, 6l{ Bobruysk, ul. 
Karla Marksa, 311 -a, Brest, Fort 
No 7> Orsha, ul. Sovetskaya, 142; 


25X1 A 
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Mechanical engineers for positions as 
chief engineers. To work in Minsk 
and oblast centers. Pay is 1,100 
rubles a month, (SB, 11, 15, 17, 21 
Jun) 

Engineer- technologist in the food in- 
dustry for the position of chief en- 
gineer; engineers and technicians cf 
the food Industry required for work 
within the organization and In the 
field; head, and senior bookkeepers; 
planners; accountant -co.shier.. Those 
working in the field are provided 
with living quarters (SB, 12, 15 Jun) 

Instructors: construction engineers 
and mechanics to lecture on construc- 
tion statics, architectural designs, 
construction machinery and equipment, 
and construction production; sanitary 
engineer for subjects in sanitary 
engineering processes (SB, 12 Jun) 

Instructors in geodesy, draftsmanship, 
agricultural soil improvement, agri- 
cultural water supply, and agricultural 
and forest sell improvement. (SB, 27 Jun) 

Instructors in physics, English lan- 
guage, and mechanization and electri- 
fication of livestock faming Per- 
manent work. (SB, ?? Jun) 

Master mechanic: qualified mechanic- 
dec trie: an; qualified electrician; 
administrative personnel; carpenters. 

(SB, 12 Jun) 

Engineers m peat technology, 

(SB, 12 Jun) 

Assistant chief of the planning divi- 
sion; engineer for labor and wage or- 
ganization; assistant head bookkeeper; 
sen! >r bookkeeper-auditor ; head me- 
chanic; senior sanitary engineer; 
labor safety and workers' protection 
engineer; senior f lnarrr.e economist; 
expert in the science of commodities; 
secretary-typist (SB, 22 -Jun) 

Plasterers, carpenters, joiners; brick- 
layers; mechanics specializing in 
Installation; mechanics specializing 
in sanitation; auto mechanics; mis- 
cellaneous workers. Single persons 

tri 1 1 Vr. p«. J *•!. "14../ *. .. 

" wit. ^ i v-. •vo.w** u * -U5 ucr A o t 

f SB , 22 Jun) 
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Husk, ul. Granlchnaya, 1; 

Glubokoye, m/b Stroyuchastok, 2; 
Bragin, ul. Komsomol 'skaya, 19; 
Gomel', m/b ul. Revolyutsionnaya, 1; 
Molodechno, ul. Pushkina- tupik 


MOLDAVIAN SSR 

The following personnel are needed in the Moldavian SSR by various 
organizations . 


Combine of Industrial Enterprises, 
Ministry of Housing and Civil 
Construction Moldavian SSR, 
ul. Pavlovskaya, 62 


State Leather Plant No 1 of the 
Ministry of Light Industry USSR, 
(Goskozhzavod No 1), Benderskaya 
rogatka, 7 

Grigoriopol 'ckiy Rayon 
Industrial Combine 


"Kozhkombinat" Artel of the 
Moldavian Union of Industrial 
Cooperatives of the Leather, 
Textile, and Sewing Industries, 
Kishinev, ul. Stalingradskaya No 20 

Moldavian Raw Tobacco Trust, 
Kishinev, Teobashevskaya, 7 


Miscellaneous workers; apprentices for 
various skills; guards; repairman; 
norm-setters; woodworking technicians; 
chief of machine shops. Permanent 
work (SM, 17 i 25 Jun) 

Economist; design engineer; norm- 
setters; senior bookkeepers; fitters; 
drivers , leaders (SM, 6 Jun) 


Pottery maker ; woodworking lathe oper- 
ator; carpenter -furniture maker; 
coopers; tailor-cutter. Permanent 
work. Those accepted will be provided 
with living quarters. ISM, 17, 19, 

21 Jun) 

Shoemakers. (SM, 19 Jun) 


Agronomist and senior agronomist for 
work within the trust. (SM, 19, 21 Jun) 


ILLEGIB 


KARELO -FINNISH SSR 


The following personnel are needed for work in the Karelo-Flnnish SSR. 


Northwest Geological 
Administration, ul. 
Fridrlkha Engel 'sa, 4 


Solomenskaya GES, village 
of Solomennoye 


Engineers and construction technicians 
for work In Petrozavodsk. Pay; l,3cJ- 
1,1*00 rubles per month.. (LZ, 11, 13, 
lS Jun) Also: explosive workers; 
lathe operators, no lower than the 
6th category; diesel engine operators; 
carpenters; miscellaneous workers; 
economic division heads; bookkeepers. 
For pern>anent work out of town, 

(LZ, 1, 21 Jun) 

Stokers for steam boilers, furnace 
makers and plasterers (LZ, 1, 6 Jun) 
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Petrozavodsk Liqueur and Vodka 
Plant, Bolotnaya ul. 55 


Petrozavodsk Fish Canning 
Combine, village of Petushki 


Sortavala Trust of Livestock 
Sovkhozes of the Leningrad 
Zone, Sortavala, ul. 
Komsomol' skaya, d. 3 


Karelo-Finnlsh Base of the 
All-Union Wholesale Trading 
Organization for Cultural 
Goods, Petrozavodsk, ul. 

Gogolya, dom 10 

City Pood Trading Organization, 
Petrozavodsk, ul. Dzerzhinskogo, 
d. 9 

Felt Boot Making Artel, 
Vytegorekoye Shosse, 
Chetyrekhverstnoye ozerko 


Timber Engineering Supply, 
Petrozavodsk, pereulok 
Lenina, 62 

"Mebel'shchik" Artel, 

Petrozavodsk, Fabrichnaya ul. , 9~ a 


Petrozavodsk Mica Factory, 
Petrozavodsk, ul. M. Gor'kogo, 1+5 


Petrozavodsk "Lineynotekhnicheskiy 
Uzel” (Technical Communication 
Center), ul. Dzerzhinskogo, 7 
Dom Svyazi 


Karelo-Finnish Administration 
of the Hydrometeorological 
Service, pereulok Uritskogo, 
dom 96 


25X1 A 

■E-C-B-E-T | 


Bookkeeper; loaders; warehousemen; 
stokers; assembly mechanic; skilled 
fitters; driver. Urgent need. (LZ, U Jun) 

Workers for tempoi-ary work in the smoke- 
house, cannery, and salt-processing 
shops,. Pay on piecework basis. Car- 
penters for contract work; experienced 
fitters and mechanics for permanent 
work. (LZ, 8 Jun) 

Senior bookkeepers for work in sovkhozes; 
construct! on engineers and super- 
intendents for work in the trust. 
Bookkeepers' pay; 90C to l,l0o rubles 
per month. Urgently needed. Living 
quarters and traveling expenses pro- 
vided (LZ. 11 Jun) 

Warehouse manager and assistant manager, 
for permanent work. (LZ, 17, 18 Jun) 


Carpenters and unskilled workers for 
construction work; senior bookkeepers 
for permanent work, (LZ, 17 Jun) 

Sewing shop chief; warehouse manager; 
watchman (established wage scale); 
scrap collectors (piecework). 

(LZ, 17 Jun) 

Engineers for spare parts and equip- 
ment; workers for the base, 

(LZ, 20, 21 Jun) 

Senior norm- setter; cabinetmakers; 
upholsterers; carpe nte r s ; woodworking 
lathe operator; benchworkers. 

( LZ , 20 .1 un ) 

Garage manager; driver; qualified 
electrician; carpenters; woodcutters; 
female shopworkers (LZ, 20, 21, 25 Jun) 

Technical surveyor for cable lines; 
solderer-technician for intercity 
cable lines; solder era; line inspec- 
tors; repairmen; bookkeeper. Per- 
manent work, (Lz, 2k Jun) 

Construction engineer for permanent 
work in Petrozavodsk. Official rate 
of pay (LZ, 21, 25 Jun) 
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Printing House imenl Anokhin, 
ul. Kirova, 2 

Transport and Economic Division 
of the Main Administration of 
the Ministry of Timber Industry 
Karelo-Finnish SSR,_ Petrozavodsk, 
ul. Krasnoarmeyskaya, dom 97 

Housing Administration, ul. 
Gertsena, 10 


Industrial Combine of Petrozavodsk 
Petrozavodsk, Golikovka Station 


Petrozavodsk City Industrial 
Combine, ul. LunacharBkogo , 22 


Karelo-Finwish Consumers > Union, 
ul. Krasnoarmeyskaya, 97 

Construction and Installation 
; Division of Radio Development, 
Petrozavodsk, ul. Dzerzhinskogo, 
7; Neglinskaya naberezhnaya, 1 6 


Mechanic; electrician; cleaning women. 
(LZ, 22. Jun) 

Carpenters ; mechanics; lathe operators; 
stove maker; bookkeeper. Permanent 
and temporary work. (LZ, 29 Jun) 


Combination supply inspector and ware- 
houseman; head bookkeeper; cashier- 
accountant; sanitation technician; 
stokers; yardmen; cleaning women. 
Official rate of pay; permanent work. 
(LZ, 13 Jun) 

Head bookkeepers; head mechanic; chief 
of the woodworking shop; electrician; 
woodwork inspector; drivers; labora- 
tory assistant; janitors. (LZ, h Jun) 

Senior bookkeeper. Pay based on es- 
tablished wage scale; laving quar- 
ters provided. (LZ, 17 Jun) 

Construction technician. Standard 
rate of pay, (LZ, 1 Jun) 

Warehousemen. Pay; U 75 rubles per 
month. (LZ, 1 Jun); installers and 
apprentices for installation of wired 
radio relay centers . Piecework* 

(LZ, 17, 18 Jun) 


j ILLEGIB 


TRANSCAUSIAN AREA 


Georgian SSR 

Tbilisi Silk-Weaving Factory, 
Tbilisi, ul. Lenina, 69 


Trade School Workshop of the 
Machine-Building Tekhnlkum, 
Tbilisi, ul. Kamo, No 70 

Georgian Construction and 
Installation Administration 
of the Electric Power I nstal- 
latlonc Trust for the Petroleum 
Industry, Tbilisi, Grma-Gele, 
Zestafonskaya ul., 5 

Georgian Fish Trust, Tbilisi, 
Plekhanovskiy prospekt No 75 


- 21 
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Stokers (boiler-room workers); elec- 
tricisns; miscellaneous workers; 
cleaning women. (ZV, 3 Jun) 

Economist (familiar with production); 
engineer- technologist; electrician; 
miscellaneous workers. (ZV, 21 -Jun) 

Thermotechnical engineers and mechanics 
familiar with assembling steam boilers 
and turbines (ZV, 12 Jun) 


Sen'or construe t,l on engineer for work 
in Tbilisi. (ZV, 13 Jun) 
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Tbilisi Oblast Administration 
of Motion-Picture Theater 
Development, prospelct 
Plekhanova, 125 

Unidentified organization, 
ul. Shaumana No 3, Rayon 
imeni 26 Komissarov 


Unidentified organization, 
Tbilisi, ul. Baratashvili , 8 

Ortaehal 1 skaya GES Construction 
Project, Tbilisi, pod'yem 300 
Aragvintsev, 2 

Armenian SSR 


Construction engineer to work in 
Tbilisi. (ZV, 13 Jun) 


The following workers in the 4,5,6 
categories.’ milling machine oper- 
ators, tinsmiths,' electricians; car- 
penters. The following in the 5-6 
categories: lathe operators; electric 
welders , Trainees are being accepted 
for the foregoing trades.. (ZV, 15 Jun) 

Engineers; construction technicians; 
head bookkeepers {ZV, IS Jun) 

Carpenters; electricians ; concrete 
workers; manual laborers. (ZV, 20 Jun) 


ILLEGIB 


The following personnel are needed in 

Yerevan Electric Cable 
Installation Administration 
Jno atreet address given/ 


the Armenian SSR.. 

Electricians; electric mechanics and 
linemen of all categories; experienced 
workers tn electrical assembly; mis- 
cellaneous workers to work .in Armenian 
rayons and in Yerevan. (K, 8 Jun) 


Yerevan Electrical Machine 
Building Plant, P. 0. Box 104 


Yerevan Electrical Engineering 
Plant, Yerevan, ul. Mnrksa 
Ho 28 


Lathe operators; fitters; toolmakers; 
gauge makers; boilermakers; assemblers; 
milling machine operators; plane 
operators; welders; electricians and 
wiring mechanics for telephone oystems; 
cable layers, foundry insiders; joiners 
and carpenters; stampers; winders; 
crane operators; mechanics. Trainees 
are being enrolled for the following 
higher classified occupations: engi- 
neers and specialists In mechanics 
and technology; electricity, economic 
planning norm- setting. (K, 24 Jun) 

Mechanical engineers; technicians and 
mechanics; electrical technicians; 
tinned lathe operators; toolmakers 
and machinists; foundry workers. 
i.K, 17 Jun) 


CENTRAL ASIA 

The total number of organizations seeking personnel by means of newspaper 
advertisements in Central Asia shcwc-d only a negligible decrease- in 1952 in 
1951, 69 organizations advertised 84 times, while In 1952, 74 advertisements were 
published by 64 organisations. Advertisements recruiting engineers and skilled 
construction and technical personnel continue to p’-edomi rme , and,, in the case of 
the Turkmen SSR, show a marked increase. The incidence of advert I oe.sents relating 
to installation, geological surveying, mining, loc.il industry, and irrigation 
also continues to be high. 
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, On the whole, employment advertisements in Central Asian newspapers were 
less frequently repeated by a given organization as compared with advertisements 
appearing in newspapers representing other regions of the USSR. One of the few 
advertisements which was repeated, however, called for workers and supervisors 
specialising in explosives. The advertisement was run by the Kazakh land Develop- 
ment and Blasting Office, which may Indicate the development of new agricultural 
regions when viewed in conjunction with an advertisement inserted In the same 
week in the Kazakhstanskava Pravda by the Alma-Ata Inter-Oblast Office of L3nd 
Management of the Ministry of State Farms Kazakh SSR , which advertised for land- 
management engineers, geodesists, geobotanists, hydraulic engineers, and agronomists. 

Kazakh SSR 


The ' following personnel are needed by various organizations in the Kazakh SSR, 


Ministry of Fish Industry, 
Alma-Ata, ul. Uzbekskaya, 71 


Ministry of Timber Industry, 
Kazakh SSR, prospekt Lenina, 3 6 

Artel imeni Chkalov, Alma -Am, 
ul . Kommunal : naya , 5 


Printing House of the Ministry of 
Education, prospekt Lenina, 42 


Alma-Ata Inter -Oblast Office 
of Land Management of the 
Ministry of State Farms Kazakh 
SSR, Alma-Ata, ul. Kalinina, 9 


Kazakh Land Development and 
Blasting Office, Alma-Ata, 
pereulok Lenina, 36 

Kazakh Bast Industry Trust, 
prospekt Lenina, 2 


Alma-Ata Tobacco Factory, 
ul. Pasters, 115 

"Khimpram" (Chemical Industry) 
Artel, Alma-Ata, ul. Tash- 
kentskaya, 101 b 

Kazakh State Medical Institute, 
Alma-Ata, ul. Komsomol ’ska /a, 96 


Fishing experts; economists; head and 
senior bookkeepers; chief of capital 
construction; construction workers. 
(KP, 6 Jun) 

Engineers and construction technicians. 
(KP, 6 Jun) 

Stokers; bricklayers; frame makers; 
loaders; miscellaneous workers. 

(KP, 27 .Tun) 

Typesetters; paper unrollers.; mis- 
cellaneous workers. Permanent work. 
(KP, 26 Jun) 

Land-management engineers and techni- 
cians; geodesists and topographers; 
geobotanlsts, for the operations 
staff; chief of the geobotanical de- 
tachment; hydraulic engineers; agron- 
omist for territorial organization. 
(KP, 24 Jun) 

Explosives handlers and supervisors 
in charge of explosives, 

(KP. 19. 26 Jun) 

Chief of OKS i. capital construction 
division) , work superintendents; 
bookkeeper-auditor (KP, 6 Jun) 

labor efficiency specialist; janitors. 
(KP, 7 .Tun) 

Loaders, drivers, fitters; plasterers; 
bnc kl.ayers ; unskilled laborers 
(KP, 7 Jun) 

Plasterers, carpenters; workers with 
othei skills, (KP, 7 Jun) 


ILLEGIB 
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Fruit Canning Combine, 
Kargalinskoye shoose 


Republ? c Association of 
Artists of Kazakh SSH, ul. 
Oktyabr ' skaya , 51 

Kazakh State Construction 
Project, Alma-Ata, Ministry- 
Building 


Administration of the 
Hydrometeorological Service 
Kazakh SSR, Alma-Ata, ul, 
Intematsional'naya, 65 

Unidentified organization, 
Alma-Ata, ul. 8 Marta, 16 


Kirgiz SSR 

The following advertisements 

Fruit and Vegetable 
Association of the 
Kirgiz Consumers ' Union, 

Frunze, ul. Baetova, No 123 


Kirgiz Raw Tobacco Trust, 
Frunze, Pervomayskaya, 36 

Kirgiz Office of "Zoovetsnab, " 
Frunze, Novo-Sovetskaya, 3 ,J 

Rybach'ye Meat Combine, 
Issyk-Kul ' skaya Oblast, 
Balykchinskiy Rayon, village 
of Rybach : ye 


Kirgiz Republic Office of 
"Zagotskot" (Cattle Procurement) , 
ul. Lenina, No 173 


25X1 A 
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Stokers; bricklayers; concrete workers; 
seasonal workers - men and women. 

Urgently needed. (KP, 19, 26 Jun) 

Head bookkeeper; economic planner; 
typisT,; warehouse workers. 

(KP, 22, 29 fun) 

Architectural planners; design engi- 
neers; estimators; road engineers; 
engineers for outside sanitary engi- 
neering. geodesists; topographers. 

For work in Alma-Ata and oblast centers. 

!KP, 15 Jun). Same advertisement in ILLEGIB 

Moscow newspaper 'with the following 
additional information, living quarters 
and traveling expenses provided. 

;VM. 26 Jun) 

Foremen; reinforced concrete workers; 
stove - make rs , qup.l 1 feed carpenters . 

For out-of-town work. (KP, 27 Jun) 


Head engineer; head of the production 
and technical department; superin- 
tendent; foreman; superintendent of 
housing and municipal services. Per- 
manent work. (KP, 7 Jun) 


request personnel for work in the Kirgiz SSR. 


Constriction technicians, engineer- 
technologists, and foremen for vege- 
table processing Urgently needed 
for work i n Frunze and outskirts . 
(SX, 26 , 27 Jun) 

Head engineer and engineer for work 
s-rhedul ’. r»g. : SK, Id, 19 Jun) 


Economist, for planning. (SK. 17, 18 Jun) 


Workers for femin at work m the shops 
of the combine and also for training 
in -nurses lasting one month m the 
following specialties: slaughtering, 
meat by-products , refrigeration , and 


processing of waste products. Stu- 
dents will he paid a stipend of 200 
rubles CSK, 1 U jurij 


Senior bookkeeper:: , economists; zoo- 
technicians; agronomists; senior 
me chon ic s (SK. h Jun) 
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Mirgalimsay Lead Construction 
Trust, village of Mirgalimsay, 
Turkestanskiy Rayon, Yuzhno- 
Kazakhstanskaya Oblast 


Kirgiz Republic Office of the 
Industrial Bank, (No address) 

Ministry of Water Resources, 
Kirgiz SSR, Frunze, ul. 
Sovetskaya, 89 -a 

Frunze Motor Base of the 
Ministry of Automobile 
Transport Kirgiz SSR, 
ul. Voroshilova, Nol 25 

Kirgizkoopinsoyuz (Kirgiz 
Union of Invalids' 
Cooperatives) 


Construction Administration 
of the Ministry of Timber 
Industry SSR, Frunze, 
Kombinatskaya, 2 

"Alga" Artel, ul. Pushkina, I 7 ; 
or, village of Kochkorka, 

Tyan 1 -Shan ' skaya Oblast 

Construction Administration of 
"Ortotokoy BChK stroy," ul. 
Novo-Panfilova, No 1 


Tadzhik SSR 

The following personnel are 

Tadzhik Vegetable Fats and 
Oil Trust, Stalinabad, 
Privokzal ' naya , 3 


Republic Clinical Hospital 
of the Medical Institute, 
ul. Lenina, 159 

Stalinabad Office of Glavurs 
of "Geologoprodsnab" of the 
Ministry of Geology USSR, 
Stalinabad, ul. Chekhova, 9 


25X1 A 
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Bricklayers; plasterers; carpenters; 
concrete venters, auto mechanics; 
drivers; fitters; miscellaneous 
worker Progressive piecework pay; 
permanent work;* Living quarters and 
all household equipment provided, 

(SK, .14 T Un ) 

Engineer urgently needed, (SK, l 8 Jun) 


Mechanical engineers and hydrotechnical 
engineers for work in the organization 
and in the outskirts. (SK, 12 Jun) 

Mechanics, carburetor mechanics; tool- 
makers, fitters; laborers. For per- 
manent work (SK, 7 Jun) 


ILLEGIB 


Head bookkeeper; inspector -auditor; 
construction engineer For work in 
artel si engineers or technicians in 
the specialties of bread baking, con- 
fectionery, and fermentation processes; 
technologist for the sewing and knit- 
wear industry. (SK, 14 Jun) 

Qualified superintendents, bricklayers; 
loaders; miscellaneous workers. Ur- 
gently needed, single persons provided 
with living quarters (SK, 12, 19 Jun) 

Head bookkeeper; vuLcani*#»r; confectioner; 
tailors; shoemakers; fishing experts. 

(SK, 5 Jun) 

Engineers ar.d technicians as section 
chiefs, superintendents; production 
department heads; head mechanic; 
planner; foreman (SK, 7, l4 Jun) 


needed for work in the Tadzhik SSR 

Senior bookkeepers for oil-processing 
plants. Quarters provided.. Also, 
bookkeeping auditors; mechanical en- 
gineer, for work within the organiza- 
tion. t'KT, 6 Jar.) 

Trained nurses and hospital attendants; 
head cook, guards, janitors; laun- 
dresses. i KT , 10 Jun) 

Experienced bookkeepers.. Urgently 
required !KT . .17 Jun ) 


S-E-C-R-E -T 
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Main Pharmaceutical Administration 
of the Ministry of Health Tadzhik 
SSR, Stalinabad, ul. Lenina , Ho. 60 

Stalinabad Textile Tekhnikum, 
Stalinabad, Samarkandskaya 
trassa, No 9 


Tadzhik Book Market, 
Stalinabad, ul. Lenina, 

No 65 

Tadzhik Geological 
Administration, Stalinabad, 
ul. Lenina, No 57 


Turkmen SSR 

The following personnel are needed 

Turkmen Agricultural 
Irrigations Project, 

Ashkhabad, ul. Belinskogo, 37 


Ashkhabad Bread Combine, 
Shosse Mya30kombinata, 
Khlebokombinat 


All-Union State Institute 
for Planning Cotton Irrigation, 
Ministry of Cotton Growing 
USSR, Moscow, Sadovaya - 
Samotechnaya ul., 1 

Ashkhabad New Mechanized 
Brick Plant, Ashkhabad, 
ul. Khalturina, 4 


"Stroybytreir.ont" Artel, 
ul. Mopra, i31 


Bookkeeping auditors and technical 
bookkeepers. Permanent work. 

(KT, 26 Jun) 

Instructors in the following fields: 
primary cotton-processing; mathe- 
matics; physics; chemistry; Russian 
language; science of sewing materials; 
designing. (KT, 20 Jun) 

Accountant and sorter for permanent 
work; packers for temporary work, 

(KT, 22 Jun) 

Engineers; -*lectrical technicians; 
construction technicians; electric 
welders; electricians; diesel-motor 
workers; norm-setters. (KT, 29 Jun) 


for work In the Turkmen SSR. 

Head project engineer, head agrono- 
mist; head of the division organi- 
zing work and costs; head of the 
geological and botanical group; head 
of the topographic group; head of 
the civil and industrial construc- 
tion group; senior engineers; con- 
struction engineers; geologists; 
topographers; qualified typists; 
warehouse manager . (TI , 27 Jun) 

Assistant head bookkeeper; senior 
bookkeepers; auditor for the Turkmen 
Main Bread Administration; card 
indexer; war ^housemen for finished 
products. l iving quarters provided. 
(TI, 2h, 29 Jun) 

Construction engineers and designers 
for temporary work in the Turkmen 
Expedition, (city of Tashauz). 

Wages on contract busts. (VM, 9 Jun) 


Chief of the planning division; 
mechanics and head mechanic; norm- 
setter f preferably with knowledge 
of metalworking) ; fitters; furnace 
chargers, assistants, and apprentices. 
(TI. 8 Jun) 

Carpenters; bricklayers; painters; 
miscellaneous workers Workers are 
also required for the brick ulunt. 

(TI . 29 Jun) 


ILLEGII 
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Uzbek 83R 

The following personnel are 
and enterprises. 

Tashkent Tool Plant, 
ul. Chinabadskaya, 8 


"Taahsel'mash" (Tashkent 
Agricultural Machinery) 

Plant lmeni K. Ye. Voroshilov, 
Tashkent, Sel 'mashskaya ul., 
dom No 2 


Main Administration of 
Agricultural and Kolkhoz 
Construction of the Council 
of Ministers, Tashkent, ul. 
Pervogo Maya, No 97 

Plant Management of the Champagne 
Wine Combine, Tashkent, ul. 
Uzbekistanskaya, No 46 


Margelan Silk Combine . 
"Uzbekshelki rom" Trust, 
Margelan; or Leningradskaya 
ulitsa 48, Tashkent 

Republic Pasture Improvement 
and Construction Trust of the 
Ministry of Agriculture Uzbek 
SSR, Tashkent, ul. Tarasa 
Shevchenko, No 52 

Tashkent Cotton Ginning 
Equipment Plant of the 
Ministry of Agricultural 
Machine Building USSR, 
Tashkentskaya Oblast, 
Ordzhonikidzevskiy Rayon 


25X1 A 
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needed in the Uzbek SSR by various organizations 


Cabinetmakers; carpenters; bricklayers; 
other construction workers; typist; 
bookkeeping personnel of various quali- 
fications; engineer for norm-setting; 
engineer-technologist and toolmaker; 
design engineer for fittings; design 
engineer for hot and cold metal proc- 
essing. Families will receive living 
quarters; single persons will occupy 
dormitories. Those living in town 
will be provided with transportation. 
(FV, 1.4 Jun) 

Engineers and technicians for hot and 
cold processing of metals; engineers 
and construction technicians; lathe 
operators; fitters; milling machine 
operators; electricians; electric and 
gas welders; tinsmiths; boilermakers. 
For permanent work. The plant is also 
accepting apprentices for the fore- 
going occupations- (PV, 6, 12 Jun) 

Head bookkeeper; electrical engineer; 
engineer knowing the timber industry. 
Pay on agreement. (PV, 14 Jun) 


ILLEGIB 


Chief of the planning division; as- 
sistant head bookkeeper; labor econo- 
mist; electricians, 6-7 categories; 
gan welders; machinists for wine- 
cooler compressors; certified stokers. 
(PV, lo Jun) 

Engineers and technicians for boiler- 
rooc chiefs. living quarters pro- 
vided. (FV, ?6 Jun) 


Engineers and technicians; constructors; 
soil improvers, hydraulic engineers; 
surveyors; mechanics, geologists; 
hydrogeologist.'.-. (FV, lun) 


Chemical research worker; economist, 
power engineer, norm-setter; chief 
of the electric shop, construction 
engineers; engineers and technolo- 
gists; drivers of 1-2 categories. 
Permanent work ('FV , 2 ( ,lun) 
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Main Administration of the 
Cotton Ginning Industry, 
Tashkent, ul. Navoi, 4 


Administration of Cotton 
Sovkhozes of the Ministry 
of Cotton Growing Uzbek SSR, 
Tashkent, ul. Envoi, Eo 4 


Construction Administration 
of Tashkent TETs of the Central 
Asian Hydroelectric Power 
Construction, Teatral'naya ul., 72 


Uzbek Scientific Research 
Sprinkling ^system of irrigation7 
Station, Tashsel’skiy Rayon, 
Prunzenskiy Rural Soviet, 
Dozhdeval 'naya Station; 

Postal address: 54 Raz'yezd, 
Dozhdeval 'naya Station 

City Office of "Gorosvesheheniya" 
(City Lighting) , Tashkent, ul. 
Proletarskaya, No 22 


Printing House No 12, Stalinskiy 
Rayon, ul. Uzgarysh No 22 

"Santekhmontazh" Administration,, 
Tashkent, ul. Pedagogicheskaya 
No 1 75 


Central Asian Aerial Geodesy 
Enterprise, Tashkent, 1st 
pereulok Uritskogo, 8 


Construction engineers and technicians; 
electrical engineers; mechanical engi- 
neers; economic planners; chief of 
the labor and wage division; head 
bookkeepers; secretary-typist; trained 
typist. (FV, 2 6 Jun) 

Head bookkeepers; economic planners; 
engineers; technicians and construction 
foremen; mechanical engineers; assistant 
head bookkeeper; auditing bookkeeper; 
construction engineers. Sovkhoz 
workers will be provided with living 
quarters and traveling expenses., 

(.PV, 27 Jun) 

Bricklayers; plasterers; carpenters; 
concrete workers; miscellaneous workers.. 
Progressive bonus system of piecework; 
those accepted will be given privileges 
provided by the Ministry of Electric 
Power Stations. (PV, 27 Jun) 

Senior scientific worker to direct 
agricultural engineering and irri- 
gation processes; senior scientific 
worker familiar with the techniques 
of the sprinkling system of irriga- 
tion. (FV, 28 Jun) 


Superintendent; senior electricians; 
electricians in all categories' drivers; 
foreman; miscellaneous workers; chief 
of the machine shop. (PV, 28 Jun) 

Construction engineer for permanent 
work. (PV, 28 Jun) 

Machine shop chief; sanitation mechanics 
of the 5, 6 and 7th categories; tin- 
smiths; head of the garage; engineer- 
economist; engineers and technicians 
in sanitary engineering work for posi- 
tions as section chiefs and super- 
intendents; senior bookkeeper; mes- 
sengers; loaders. Living quarters 
provided. (FV, 18 Jun) 

Senior bookkeepers for work in the 
field; for work in Tashkent: auto- 
mobile repairmen; construction workers 
of various specialties; electric ions; 
loaders: miscellaneous workers; Janitor. 
(PV, 12 Jun) 
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s-E-c-: 


Tashkent Mining Tekhnikum, 
Tashkent, ul. Navoi, 156 


Stallnabad Industrial 
Tekhnikum, Stalinabad, 
Krasnaya ploshchad' No 3 

Joint Publishing and Printing' 
of "Kzyl Uzbekistan" 
and "Pravda Vostoka", ul. 
Dzerzhinskogo, 8 


Construction Administration, 
Tashkent, Uzbekistanskaya ul., 4i 


Construction Trust, Tas hke nt, 
ulitsa Shirokaya, 24 


"U zlegpr oms troy 1 ' Trust, 
Tashkent, ul. ICLary Tsetkin, 
No 54 


"Sredazshaktostroy" Trust, 
Tashkent, ul. Navoi, No 67 


-E-T 


Teachers for the 1952-55 school year 
to teach; mathematics; physics; 

Russian language and literature; his- 
tory of USSR; electric engineering; 
technology of metals; machinery; 
drafting; mining mechanics; mining 
electrical technology; shaft construc- 
tion; mining. (PV, 12 Jun) 

Engineers for permanent teaching jobs 
in the fields of construction; geology, 
and electricity.. (PV, 5, 12, 27 Jun) 

Experienced proofreaders in the Russian 
and Uzbek languages; operators of flat 
printing machines; plumber; electricians; 
janitors; miscellaneous workers; ap- 
prentices; loaders. (PV, 24 Jun) 

Senior engineer for technical norm-set- 
ting; senior safety engineer; senior 
engineer for technical documentation; 
engineer-economist; building site 
chief; superintendents and foremen; 
norm-setter; timekeeper; warehouse 
man; chief engineer for the machine 
shop; chief mechanics of the machine shop 
and construction sectors; chief of 
the assembly division of the machine 
shop; foreman of the workshop; chief 
of construction supplies; head and 
senior bookkeepers acquainted with 
■lie work 01 construction organizations; 
cnief engineers for motcu- bases , 

(PV, 11 Jun) 

Chiefs of production divisions of con- 
struction administrations; senior 
engineers and construction engineers ,v 
construction superintendents; engineer- 
economist; head bookkeepers. Increased 
rate of pay; living quarters provided. 

(PV, o Jun) 

Chief of the planning division of the 
trust; head mechanic; senior book- 
keeper; bookkeeper; typists. Super- 
intendents find foremen for work in 
the field (PV . 14 jun) 

Experienced cons true t.i on engineers for 
positions as- chief of the production 
nnd technical division of the trust; 
nead engineer for the construction 
administration; sector chiefs; engl- 
n— rs for oroduc tlon divisions of the 
trust and construction administration. 

Also, head boukkerrper. (rv, 11 Jun) 
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Construction Trust No 93 , 
Tashkent, ul. Apanasenko, 
No 35 


25X1 A 

S-E-C-R-E-T | 


Head bookkeepers ; construction engi- 
neers and technicians; senior and other 
superintendents; construction norm- 
setters; bricklayers; plasterers; stove 
makers: miscellaneous workers. Those 
with families will he provided with 
living quarters ; single persons will 
live in dormitories. (FV , 2U Jun) 


ADVERTISEMENTS FOR WORK IN THE NORTH AND "OUT OF TOWN" 

privileges " KnmWnt inducements were in the form of "higher pay and other 
P 2 - Employment was on a 3-year contract basis. (ZV , 18, 25 Jun) 

W ! S ^ a !! hatp decrease in 1952 in the number of advertisments 
. f p rsonne l for out-of-town" employment on a contract basis Onlv two 
such advertisements were found. An unidentified organization lasted need 

gSSlSc^eLiLm categ0ries ^ minln E engineers and technicians; 

goioglcal engineers and technicians; prospectors; surveyors ; hydrogeolocists • 

mrdieni en ®^ ee *' S '’ and -’ construction technicians and engineers in Addition to 

cMtL'i «. thtrapsutlsts and phU.ls.oJoSS “r. dl.o 
in demand. he advertisement appeared in the Lithuanian SSR newspaper Sovetsknvn 

“«* '£**•?" “ ■**<. 

^ * Ut Yar, ° nio > 2; Kaunas, ul .. Donelaychio, 13 ; Klaypeda, ul . Montes 

37, and, Shyaulyay, ul. Marite Mel'nikayte, 76 . (SLi, 2h Jun) ’ 

® nly ot her advertisement for "out-of-town" employment, also bv an un- 
The Mn fled °£f anl2ation ' appeared in Vechernyaya Moskva on 3, 20, and 27 June 
pie Moscow address given was; Gogolevskiy bul-var, 14. The following were in 
demand: engineers and technicians; mine surveyors soil en^Ws TinTrlloaint, ■ 

neelef ap J g f ophysicists ^ geodesists; hydrologists; and top^^h-r Al 
needed were: automobile transport workers; electricians; the Technicians 

speclfl^t?in C indei'nl tte r% d T ieSel operaMrs : ^aulic engineers; road builders ; 

f aminS 

teletjpers ; chie AnrSnlorbooSerc; 0 ^^""^^^; 
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